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1. History: . / 


The refinery was owned by the Romano-Americyun O11 Company 
until it was nationalized pursuant to the Rumanian 
Industry Kutionslization Act of 11 June 1948, 


2, Location and traffic connections: 


Tne refinery is eest of Floesti, north of the :loesti- 
PantazieCiocani highway, about 700 meters from the Teleajen 
River. The mentioned Ploesti-Fantazi highway servés as 
access road to the plant. a4 fsactory-owned spur track, 
connected with the tloesti-Valenii de sunte railroad lines, 
and a loading platform are available. The plant area is 
about 350 x 350 meters. 


3, Buildings and technical installations : 
{see Annex) 
a, Gatehouse, a brick oullding, about 5 x 4 meters, 


b, Administration building, about 60 meters from the entrance, 
g one-story brick building, 50.x le x 12 meters, The adminis= 
trative and technical offices and the pay office are in this 
puilding. 


c. Refinery building, about 100 meters from the entrance or 
tather the highway, an old brick building, 80 x 16 x 7 meters 
refining unit for special cracking according to the Houdry (% 2 | 
progess operating at temperatures ranging from 1148 to 12560F, 
The unit was supplied by the Soviets in tha Fall of 1946. It 
was a second-hand unit but in good working order, A cooling 
tower was erected at the northeast corner of the building, 


ad, Second refinery building, 25 meters north of tis first; 
layout and refining unit correspond to (i described in para C, 
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8, Fump house and boiler Louse, 20 meters north of the 
building described in ,ara ad, an old one-story brick 
building, 20 x 10 x 6 seters with two SO-atmosphere 
Triplex piston puaps opersting, yO cu.m per hour. Two 
outmoded Cornwall ll-atmosphere boilers are set up in the 
boiler room. 


f. Workshop und warehouse in the northern part of the 
plant area. liechanicul workshop for current repair work. 


g. .lrassure-regulating station, concrete corstructed, 
8x4 x 5 meters, with a strong iron door; the pressure 
regulators for the Baicoi-Constunta trunk »ipe line are 
jnstalled in lLera. 


h, Eight 1]200-cu.m.tanks, on the eastern side of the 
refinery, about 70 meters from the refinery buildings. 


i, Another 1,200-cu.m, tank anc two 3,000-cu.m tanks are 
on the northern side, 


j. Vipe line leacing to the railroad losding slatform. 
k, Loading, plutforn. | 

1. Bbaiecoi-Constanta trunk pipe Line. 

troduction: 


About 660 tons of crude oil per 2h. hours were processed in 
1948. The following yields were obtained by refining 

of erude oil: Yielded 60 vercent of gasoline (octane nuaber 
Tu), 16 percent of oil coke, 1G _porcent oF mise:llaneous 
oils, 8 percent of diesel oil, f pereent of waste. All 


the yields were shi, ed to the Soviet Union. 


[Possess 
grarsent 3 


a, The refinery was owned by tha Americen Standard ‘011 
Company until it was expropriated. The plant was under 
temporary control of thd Deutsch-Amerixanisene Faetroleun 
GeseLlseuaft (German-american ¥il Conpany), a German 
Stundarg Oil subsidisry company, fron 1942 to L9Ab. 


db, The capsucity of this refinery as indicated in pare 4 

45 too low. Tle capacity of the refinery was about Le 
million m tons, the ¢racking capacity about 459,000 i tons, 
cer yest in 1939. According to the woniteur, 1946, Mo 10 
thepush 12, the annual cayaclty was sbout 1.2 million m tons, 
the erueking cugucity about 320,000 m tons per year in 1946. 


e, Deteils on the Huieoi-Flossti-Buzau-Feur i-Gernavocda- 
Constanta trunk pipe line were reported before. 


1 Annex: jjocsti-leiesjen truce vil helinery » 
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